
itear “r. JoUiftTa, a/5/96 

Wliile I do not know wiiat reasons thdre were for the medical chicanery I am 
ihcliued they were intended to make a non-conspiracy story more rrecible/ Jt 
appears that there vere two shots to the head from those 40 dfist-like fragments 
and their dispersal. 

1 believe tiia Barkley's is the correct locating of the wound in the back. 
*H wo know supports that. 

In any c^ecture about where any shof from the front originated, remember 
hiere are two grassy knolls there. The bridge appears to be impossible from the 
number of people on it. 


ume thqt did what it was supposed 


With regard to the FBI's tests, do not^s 

t0 haveWe * Nor that w t “ lls the truth. BCjt it did state in court that it gave 
me all the "results" it lias of the teo tiling. 

All I remember on the shirt and the tie are hearsay testimony but they may 
have disclose the sphctrograpliic plates. 

Borry ± do not Jcjfou the answer re that 13x20 mm. "structure." 

Thanks and best wishes. 






